$8. Pair of B.I.S.F. Type A houses one day after commencement of erection.

site connections are effected by bolts. The framework generally is delivered
piece-small, but the roof trusses, being fairly light, are delivered whole or
in halves for lifting into position at the site in one piece. The floor joists
are in one length across the house passing over an intermediate trestle and
by the restraint at the end connections help to give stability during erec-
tion against horizontal forces referred to in Fig. 83.
LIGHT GAUGE CONSTRUCTION
Of recent years much interest has been shown in light gauge sections
cold formed from mild steel strip. Members of length not exceeding about
10 ft. of channel and similar sections may be formed in this way as
pressings; this method is economical, as any holes or notching can be
formed in one operation immediately prior to the pressing. Where longer
lengths are required the strip is generally cold formed by passing from
coils through a cold rolling machine to form sections of the types shown
by Fig. 99; within limits of convenient handling any length may be
obtained.
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